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ACTION EUR- 12 

INFO OCT-01 ISO-OO FEA-01 ERDA-05 AID-05 CIAE-00 INR-07 

NSAE-00 EB-07 COME-OO FPC-01 SAM-01 OES-06 PM-04 /050W 

102403 

R 121538Z AUG 76 
FM AMEMBASSY LISBON 
TO DA WASHDC//DAEN-FEZ-B// 

INFO SECSTATE WASHDC 8194 
AMCONSUL OPORTO 
JCS WASHDC 
SECDEF WASHDC 
CNO WASHDC 

USCINCEUR VAIHINGEN GER 
CINCUSAREUR HEIDELBERG GER 
CDR DARCOM ALEX VA 

CONFIDENTIAL LISBON 5495 

E.O. 11652: GDS 

TAGS: ENRG, MASS, TECH, PO 

SUB J : TEMPORARY ELECTRICITY GENERATORS FOR PORTUGAL 

REF: (A) DA//DAEN-FEZ-B 1 MSG. (DTG 031604Z AUG 76)(NOTAL), 

(B) LISBON 5026 (DTG 27083 1Z JUL 76) AND PREVIOUS (NOTAL) 

1 . EMBASSY APPRECIATES RAPID DEPT. OF ARMY RESPONSE CONTAINED 
IN REF A. AS NOTED THEREIN, CAPABILITIES DESCRIBED IN PARA 1 

OF REF A DO NOT MEET PORTUGUESE NEEDS, EITHER IN VOLUME OF 
OUTPUT OR COMPATIBILITY WITH PORTUGUESE 1 1 KV TRANSMISSION 
NET. 

2. PORTUGUESE AUTHORITIES HAVE INDICATED THEY DO NOT FEEL 
THAT ASSESSMENT TEAM OR ENGINEERING ASSISTANCE IS NECESSARY 
AT THIS TIME. PARA 3 OF REF A NOTED, HOWEVER, THAT DOD MAY 
HAVE OTHER AVAILABLE CAPABILITIES WHICH HAVE NOT BEEN 
ADDRESSED. EMBASSY WOULD APPRECIATE CONTINUED INVESTIGATION 
BY ADDRESSEES OF SUCH ALTERNATIVE POSSIBILITIES. 
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